AMENDMENT NO. 2 JUNE 2017 
TO 
IS 14561 : 2014 FIRE RESISTING (INSULATING) FILING 
CABINETS — SPECIFICATION 


(Second Revision) 
(Page 4, clause 11.2) — Substitute the following new clause : 


‘11.3 The test specified in 11.1 shall be considered as type test and shall be 
carried out for initial approval of the design or at any subsequent change in the 
design of the fire resisting (insulating) filing cabinets. These test shall be carried 
outonce in 4 year in such a manner that each type of fire resisting (insulation) 
filing cabinetfor which manufacturer has obtained approval, is tested at least 
once in 4 years’. 
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